GENERAL  ELECTRIC  overhead 


DECLARATORY 

ximiog^iMCfcRes.  No.  1217-1968 

For  permission  to  construct  and  maintain  a 
certain  overhead  structure  across  College 
Street  between  Wall  Street  and  the  Penn 
Central  Transportation  Co.  railroad  right 
of  way  in.  the  City  of  Fort  Wayne,  Indiana. 


Resolution  Adopted:  May  2i  1968 


Confirmed:  June  13,  1968 


Bids  Received: 


Contract  Awarded : 


Contract  and  Bond: 


Contractor: 


Reported  Completed: 


Assessment  Roll  Confirmed : 

August  1,  1968 


B.O.  U6-'63 


GENERAL 


el£ 


RTC  overhead 


DECLARATORY  RESOLUTION  NO*  1217-1968 

For  permission  to  construct  and  maintain  a certain 
overhead  structure  across  College  Street  between  Wall 
Street  and  the  Penn  Central  Transportation  Co.  railroad 
right  of  way  in  the  City  of  Fort  Wayne,  Indiana. 


PLANS  ORDERED: 

ADOPTED:  May  21,  1968 

ADVERTISE  NOTICE  TO  PROPERTY  OWNERS:  May  2li  & 31,  1968 

Notices  mailed  May  31,  1968 

HEARING  ON  CONFIRMATION:  Thurs.,  June  13,  1968,  3:30  p.m. 

CONFIRMED:  June  13,  1968 

ASSESSMENT  ROLL  ORDERED:  June  13,  1968 

ASSESSMENT  ROLL  APPROVED:  July  8,  1968 

HEARING  ON  CONFIRMATION 

OF  ASSESSMENT  ROLL:  Thurs.,  Aug.  1,  1963  , 3:30  p.  m. 

NOTICE  SERVED:  July  19,  1968 


ASSESSMENT  ROLL  CONFIRMED: 


August  1, 


1968 


BOARD  OF  PUBLIC  WORKS  OF  THE 
CITY  OF  FORT  WAYNE,  INDIANA 

DECLARATORY  RESOLUTION  NQ.121  7 

WHEREAS,  heretofore  on  the  I day  of  \LUiy  1968. 
SPECIALTY  TRANSFORMER  DEPARTMENT  OF  GENERAL  ELECTRIC 
COMPANY,  filed  with  this  board  its  written  petition 
for  permission  to  construct  and  maintain  across 
College  Street,  between  Wall  Street  and  the  Penn 
Central  Transportation  Co.  railroad  right-of-way  in 
the  City  of  Fort  Wayne,  Indiana,  a certain  overhead 
structure  connecting  the  present  buildings  of 
General  Electric  Company  on  the  east  side  of  College 
Street  and  a new  proposed  warehouse  to  be  constructed 
on  the  west  side  thereof,  in  accordance  with  that 
set  of  plans  designated  Comm.  No.  2001  and  entitled 
"GENERAL  ELECTRIC  COMPANY  WAREHOUSE  FOR  SPECIALTY 
TRANSFORMER  DEPARTMENT  WALL  STREET  AND  COLLEGE  STREET 
by  Strauss  Associates,  Inc.,  Architects  and  Engineers 
Fort  Wayne,  Indiana,  (hereinafter  called  the  "Plan") 
on  file  in  the  office  of  said  Board  of  Public  Works 
and  by  reference  incorporated  herein  and  made  a 
part  hereof;  which  Petition  is  in  words  and  figures 
as  follows,  to  wit: 

WHEREAS,  this  Board  now  finds  and  determines: 

1.  That  General  Electric  Company  is  the  sole  owner 
of  all  lots  on  both  sides  of  said  College 
Street  between  Wall  Street  and  the  Penn 
Central  Transportation  Company  railroad 
right-of-way,  to  wit,  that  part  of  lot  number 
3 General  Electric  Company  Replat  which 
consisted  originally  of  lots  numbered  1 
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through  4 all  inclusive,  in  Swinney's  Addition 
to  the  City  of  Fort  Wayne  lying  east  of 
College  Street  and  lots  numbered  5 through  11 
all  inclusive  in  Swinney's  Addition  and  lying 
west  of  College  Street,  according  to  the 
recorded  plats  thereof:  which  is  all  the  real 
estate  immediately  abutting  on  both  sides  of 
the  street  described  in  said  petition. 

2.  That  said  overhead  structure  will  connect  the 
present  buildings  of  General  Electric  Company 
on  the  east  side  of  College  Street  and  the 
new  proposed  warehouse  to  be  constructed 

on  the  west  side  thereof,  will  be  located  across 
College  Street  a distance  of  164'  (+/-)  north 
of  the  north  property  line  of  Wall  Street  will 
have  an  all  over  width  over  said  street  of  14' 

- 1"  (+/-)  and  a minimum  clearance  above 

the  crown  of  the  pavement  of  College  Street  of 

16'  measured  in  a perpendicular  line. 

3.  That  said  overhead  structure  will  be  used  by 
General  Electric  Company  to  convey  materials  and 
finished  product  from  its  manufacturing 
operation  on  the  east  side  of  College  Street  to 
the  new  proposed  warehouse  on  the  west  side 
thereof  and  to  return  other  materials  received 

at  said  proposed  warehouse  to  said  manufacturing 

■ 

operation. 
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4.  That  said  overhead  structure  will  in  no  way 
interfere  with  the  full  use  of  College 

Street  by  the  public  or  by  otherwise  detrimental 
to  or  inconsistent  with  the  free  use  of  the 
easement  of  the  public  in  College  Street  or 
the  proper  highway,  purposes  thereof. 

5.  That  said  overhead  structure  will  be  beneficial 

T 

to  the  public,  in  that  it  will  relieve  congestion 
and  eliminate  the  traffic  that  would  otherwise 
result  from  the  necessary  use  of  the  surface  of 
said  College  Street  and  Wall  Street  to  move 
materials  and  finished  product  from  its 
manufacturing  operation  to  said  proposed  ware- 
house and  to  return  other  materials  received 
at  said  proposed  warehouse  to  said  manufacturing 
operation. 

NOW  THEREFORE,  persuant  to  the  power  and  authority 
granted  it  by  the  provisions  of  ch.  168,  Acts 
of  1927  of  the  Indiana  General  Assembly  be  and 
it  is  hereby  resolved  by  the  Board  of  Public 
Works  of  the  City  of  Fort  Wayne,  Indiana: 

1.  That  it  hereby  grants  to  SPECIALTY  TRANSFORMER 
DEPARTMENT  OF  GENERAL  ELECTRIC  COMPANY, 
permission  to  construct  and  maintain  across 
College  Street,  between  Wall  Street  and  the 
Penn  Central  Transportation  Company  railroad 
right-of-way  in  the  City  of  Fort  Wayne,  Indiana, 
that  certain  overhead  structure  designated  and 
described  in  the  Plan  herein  above  referred  to; 
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subject,  however,  to  the  obligation  of  General 
Electric  Company  to  pay  all  the  costs  of 
construction  and  maintenance  of  said  structure, 
to  protect  the  public  from  any  harm  during 
the  construction  thereof,  to  save  the  City 
of  Fort  Wayne,  Indiana  harmless  from  any 
claims  of  loss  or  damage  to  persons  or  property 
caused  by  such  construction  and  the  maintenance 
and  existence  of  said  structure,  to  repair 
any  damage  to  said  street  or  any  installation 
herein  resulting  from  the  installation  of 
said  structure  and  to  maintain  the  same  at 
all  times  in  a safe  condition. 

2.  That  the  real  estate  which  may  be  injuriously  or 
beneficially  affected  by  said  overhead 
structure  is  that  part  of  lot  number  3 General 
Electric  Company  Replat  which  consisted  originally 
of  lots  numbered  1 through  4 all  inclusive  and 
lots  numbered  5 through  11  all  inclusive  in 
Swinney's  Addition  to  the  City  of  Fort  Wayne, 
Indiana  according  to  the  recorded  plats  thereof, 
all  owned  by  said  petitioner  Specialty 
Transformer  Department  of  General  Electric 
Company. 

3.  That  a public  hearing  be  held  on . the 


this  board  will  hear  and  receive  remonstrances 
from  persons  interested  in  or  affected  by  these 
proceedings,  after  which  this  board  will  take 
final  action  confirming,  modifying  or  rescinding 


of  . 1968,  at  3 / 3 Q o'  clock 


at  the  offices  of  this  board  at  which 
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this  resolution,  which  action  shall  be  final 
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and  conclusive  on  all  persons 


4.  That  there  be  published  in  the  News-Sentinel, 
a newspaper  of  general  circulation  published 
in  the  City  of  Fort  Wayne,  Indiana,  once  a 
week  for  two  consecutive  weeks  the  2nd  of 
which  shall  be  upon  a date  not  less  than  ten  (10) 


days  prior  to  the  date  of  the  public  hearing 
set  in  paragraph  3 above  due  notice  of  the 
adoption  of  this  resolution,  stating  the  time, 
place  and  date  of  said  public  hearing,  that 
at  said  public  hearing  this  board  will  hear  and 
receive  remonstrances  from  persons  interested  j 

in  or  affected  by  these  proceedings,  and  that 
after  which  this  board  will  confirm,  modify  or 
rescind  this  resolution,  and 

5.  That  in  the  event  this  Resolution  be  so  confirmed, 
the  permission  hereby  granted  to  construct  and 
maintain  said  overhead  structure  shall  be  non- 
cancellable  so  long  as  said  structure  shall 
continue  to  exist. 

. 

Date  entered  this  day  o f hf^p-  1968 


Board  of  Public  Works  of  the 
City  of  Fort  Wayne,  Indiana 


Fred  S.  Ehrman,  Chairman 


Attest : 


yv 


Uidrge  F.  Gable 


Kenneth  McQra™,  Clerk 


/ 


May — 2JL , 1968 


PETITION 


TO:  The  Board  of  Public  Works  of  the  City  of 

Fort  Wayne , Indiana 

Pursuant  to  the  provisions  of  ch.  168,  Acts  of 
1927,  of  the  Indiana  General  Assembly,  SPECIALTY 
TRANSFORMER  DEPARTMENT  OF  GENERAL  ELECTRIC  COMPANY 
hereby  petitions  the  Board  of  Public  Works  of  the 
City  of  Fort  Wayne,  Indiana,  for  permission  to 
construct  and  maintain  a certain  overhead  structure 
across  College  Street  between  Wall  Street  and  the 
Penn  Central  Transportation  Co.  railroad  right-of-way 
in  the  City  of  Fort  Wayne,  Indiana,  in  accordance 
with  that  set  of  plans  designated  Comm.  No.  2001 
and  entitled  "GENERAL  ELECTRIC  COMPANY  WAREHOUSE  FOR 
SPECIALTY  TRANSFORMER  DEPARTMENT  WALL  STREET  AND 
COLLEGE  STREET,"  by  Strauss  Associates,  Inc.  Architects 
and  Engineers,  Fort  Wayne,  Indiana,  on  file  in  the 
office  of  said  Board  of  Public  Works  and  by  reference 
incorporated  herein  and  made  a part  hereof;  and 
represents  and  shows  to  said  board  as  follows: 

1.  That  it  is  the  sole  owner  of  all  lots  on 
both  sides  of  said  College  Street  between 
Wall  Street  and  the  Penn  Central  Transportation 
Company  railroad  right-of-way  in  said  City 
and  State,  to  wit:  that  part  of  lot  number  3 
General  Electric  Replat  which  consisted 
originally  of  lots  numbered  1 through  4 all 
inclusive,  in  Swinney's  Addition  to  the  City 
of  Fort  Wayne  and  lying  east  of  College 
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Street  and  lots  numbered  5 through  11  all 
inclusive  in  Swinney's  Addition  and  lying 
west  of  College  Street,  according  to  the  recorded 
plats  thereof;  which  is  all  the  real  estate 
immediately  abutting  on  both  sides  of  the 
street  described  herein. 

2.  That  it  owns  and  operates  a manufacturing 
operation  upon  the  property  lying  east  of 
College  Street  between  Wall  Street  and  the 
Penn  Central  Transportation  Company 
right-of-way. 

3.  That  it  intends  to  build  upon  said  lots 
numbered  5 through  11  all  inclusive  in 
Swinney's  Addition,  lying  west  of  College 
Street,  a warehouse  for  the  receiving  and 
shipping  of  the  goods  and  products  of 
said  manufacturing  operation,  which 
warehouse  will  be  an  integral  part  of 
said  manufacturing  operation. 

4.  That  said  overhead  structure  will  connect 
the  present  buildings  of  General  Electric 
Company  on  the  east  side  of  College  Street 
and  the  new  proposed  warehouse  to  be  con- 
structed on  the  west  side  thereof,  will 

be  located  across  College  Street  a distance 
of  164'  (+/-)  north  of  the  north  property 
line  of  Wall  Street,  will  have  an  all  over 
width  over  said  street  of  14'  - 1"  (+/-) 
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and  a minimum  clearance  above  the  crown  of 
the  pavement  of  College  Street  of  16' 
measured  in  a perpendicular  line. 

5.  That  said  overhead  structure  will  in  no 
way  interfere  with  the  full  use  of  College 
Street  by  the  public  or  in  any  other  way 

be  otherwise  detrimental  to  or  inconsistent 
with  the  free  use  of  the  easement  of  the 
public  in  College  Street  or  the  proper 
highway  purposes  thereof. 

6.  That  said  overhead  structure  will  be  beneficial 
to  the  public,  in  that  it  will  be  used  to 
convey  materials  and  finished  product  of 
General  Electric  Company  from  its  manufacturing 
operation  on  the  east  side  of  College  Street 

to  the  new  proposed  warehouse  on  the  west  side 
thereof  and  to  return  other  materials  received 
at  said  warehouse  to  said  manufacturing  operation, 
which  materials  and  finished  product  otherwise 
of  necessity  would  have  to  be  so  moved  by 
vehicle  using  the  surface  of  College  and 
Wall  Streets,  thereby  relieving  said  streets 
from  such  traffic. 

7.  That  General  Electric  Company  will  pay  all 
costs  of  construction  and  maintenance  of 
said  overhead  structure,  will  fully  protect 

the  public  from  any  harm  during  the  construction 
thereof,  will  save  the  City  of  Fort  Wayne 
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harmless  from  any  claims  of  loss  or  damage 
to  persons  or  property  caused  by  such 
construction,  maintenance  and  existence  of 
said  structure,  will  repair  any  damage  to 
said  street  or  any  installation  thereon 
resulting  from  the  installation  of  said 
structure  and  will  maintain  the  same  at  all 
times  in  a safe  condition. 


Respectfully  submitted. 

Specialty  Transformer  Department 
of  General  Electric  Company 


By. 


Carl  h.  Kinne 

Department  General  Manager 


Off  ice  of 

Board  of  Public  Wo»ks 


Fort  Wayne  2.  Indiana 


u 


B.O.  46- ' 68 


Date  April  10,  1968 


To City  Engineer Attention  Mr.  Don  Bodeker 


Subject. 


We  have  a request  from  the  General  Electric  Company  to  construct  afr 
industrial  truck  overpass  over  College  Street  to  a new  proposed  warehcgj^e. 

We  presume  it  will  be  necessary  to  prepare  a Declaratory  Resolution  and 
hold  a public  hearing  in  order  to  make  this  legal. 

The  attached  copy  of  letter  is  all  we  have  as  a petition  for  said  project. 
Drawing  is  also  subm  itted. 


May  16,  1968 

General  Electric  Company  prepared  the  attached  Declaratory  Resolution, 
Petition  and  legal  notice.  They  also  submitted  revised  plans  which 
provide  the  minimum  16  foot  clearance  required  by  State  Statutes. 

We  are  assigning  number  1217-1968  to  this  resolution  and  attaching  a 
property  ownership  list.  Please  establish  the  advertising  and  public 
hearing  dates  and  furnish  Mr.  Volz  with  this  information. 


BOARD  OF  PUBLIC  WORKS 


KM:  ms 


enc.  2 


Signed 


Reply: 


121  7 


Walter  H.  Meitz 
City  Engineer 


DEB  :1c 
attachs . 


Signed 


SENDER:  REMOVE  & KEEP  3RD  COPY  - RECEIVER:  ANSWER  & KEEP  2ND  COPY  - RETURN  1ST  COPY 
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Off  ice  of 

Board  of  Public  Works 


Fort  Wayne  2,  Indiana 


52-U6-5 


B.O.  U6-*68 


Date 


June  13,  1968 


To 


City  Engineer 


Subject Dec.  Res.  1217-1968 overhead  structure 


Prepare  Assessment  Roll  of  Benefits  and  Damages;  the  property  owners 
benefited  to  be  assessed  costs  of  advertising  in  the  amount  of  $3£.72. 


Fred  S.  Ehrman 
Robert  W.  Dahman 
George  F.  Gable 
BOARD  OF  PUBLIC  WORKS 

ic 

attach  Reso.  & P.  0.  List 


July  2,  1968  — 

Assessment  Roll  of  Benefits  and  Damages  prepared  in  accordance  with  the 
above  instructions. 


Signed 


NOTed- 

k.vyn 


fvW.o. 


Reply: 


Q &KG. 


Wdiuer  n.  ivieixz 
City  Engineer 


DEB: lc 
attachs . 


Signed. 


SENDER:  REMOVE  & KEEP  3RD  COPY  - RECEIVER:  ANSWER  & KEEP  2ND  COPY  - RETURN  1ST  COPY 


NOTICE  OF  IMPROVEMENT 


OFFICE  BOARD  OF  PUBLIC  WORKS 

Fort  Wayne,  Indiana, 


1217 

To 


You  are  hereby  notified  that  the  Board  of  Public  Works,  of  the  City  of  Fort  Wayne,  Indiana,  did 

pass  Improvement  Resolution  No.  ...121.7.?,.196$. 

providing  for  the  construction  and  maintenance  of  an  overhead  structure  over  a 
portion  of  College  Street  between  Wall  Street  and  the  Penn  Central 
Railroad  right  of  wa^r  (General  Electric  Co.) 


All  work  to  be  done  under  aforementioned  Improvement  Resolution  shall  be  in  accordance  with  the  de- 
tailed plans,  profile  and  specifications  which  are  now  on  file  and  may  be  seen  in  the  office  of  the  Board 
of  Public  Works. 

The  Board  has  fixed 

a date  and  time  when  they  will  hear  and  consider  objections  or  remonstrances  from  all  persons  whose 
property  will  be  affected  by  the  proposed  improvement. 

You  are  hereby  notified  that 


is  subject  to  assessment  for  said  proposed  improvement  under  the  Improvement  Laws  passed  by  the  Gen- 
eral Assembly  of  the  State  of  Indiana,  March  6,  1905,  and  under  all  acts  amendatory  thereto  and  supple- 
mental thereof. 


BOARD  OF  PUBLIC  WORKS 


'Farm  Prescribed  by  State  Board  of  Accounts 


aimts 


Board  of  Public  Works, City  <5f  Ft. Wayne 

(Governmental  Unit) 


General  Form  No.  99  P (Rev.  1967) 

To NE  WS.-SEN.T.INEL-.  .^$..9. Dr. 


Allen 


County,  Ind. 


.FQBI..WAYNE.»... INDIANA.. 


PUBLISHER’S  CLAIM 


LINE  COUNT 

Display  Matter  (Must  not  exceed  two  actual  lines,  neither  of  which  shall  total  more 
than  four  solid  lines  of  the  type  in  which  the  body  of  the  advertisement  is  set) 

— number  of  equivalent  lines  

3 

Head  number  of  lines  

53 

Body  number  of  lines  


Tail  number  of  lines 


Total  number  of  lines  in  notice 


COMPUTION  OF  CHARGES 


62 


lines, columns  wide  equals. 

cents  per  line 


equivalent  lines  at. 


.2  88^ 


Additional  charge  for  notices  containing  rule  or  tabular  work  (50  per  cent  of  above 
amount) 


17.86 

$ 


Charge  for  extra  proofs  of  publication  (50  cents  for  each  proof  in  excess  of  two) 


TOTAL  AMOUNT  OF  CLAIM 


17.86 
$ 


DATA  FOR  COMPUTING  COST 


Width  of  single  column  11  ems 


Size  of  type 


Si 


point 


Number  of  insertions 


2 


Size  of  quad  upon  which  type  is  cast 


5if 


Pursuant  to  the  provision  and  penalties  of  Ch.  89,  Acts  1967, 


I hereby  certify  that  the  foregoing  account  is  just  and  correct,  that  the  amount  claimed  is  legally  ctyief^fter  allowing  all  just 
credits,  and  that  no  part  of  the  same  has  been  paid. 


Date 


May  31, 


19 


68 


Notice  of  Adoption  of  Resolution  For 
Construction  and  Maintenance 
™ ^5.  Overhead  Structure 

TO  WttOM  IT  MAY  CONCERN: 

Notice  is  hereby  given  that  the  Board  of 
Public  Works  of  the  City  of  Fort  Wayne, 
Indiana  on  May  21,  1968  adopted  a Reso- 
lution persuant  to  Sec.  1,  ch  168  Acts 
°ft  thec  lnd,ia,;a  Generai  Assembly 
granting  to  Specialty  Transformer  De- 
partment  of  General  Electric  Company 
of  Fort  Wayne,  Indiana  permission  to 
construct  and  maintain  across  Colleae 
Street  between  Wall  Street  and  the  Penn 
Central  Transportation  Co.  railroad  riaht- 
of-way  In  the  City  of  Fort  Wayne,  Indiana 
° Ctr,taln  overhead  structure  connecting 
the  present  buildings  of  General  Electric 
Company  on  the  east  side  of  Colleae 
street  and  a new  proposed  warehouse  to 
he  constructed  on  the  west  side  thereof, 
in  accordance  with  that  set  of  plans  desig- 
nated  Comm.  No.  2001  and  entitled  "Gen- 
eral  Electric  Company  Warehouse  For 
Specialty  Transformer  Department  Wall 
Street  and  College  Street,"  by  Strauss 
Associates,  Inc.,  Architects  and  Engineers, 
Fort  Wayne,  Indiana  on  file  in  the  office 
of  said  Boa'-d  of  Public  Works  and  by 
reference  Incorporated  herein  and  made 
as  part  hereof. 

Notice  Is  further  given  that  said  board 
J«fe  13'  at  3:30  o’clock  P.M. 
2L.,hL  ♦hl?  board  ln  City 

nt  ility  of  Wayne,  Indiana 

(he  date  time  and  place  at  which  the 
board  will  receive,  hear  and  consider  re- 
monstrances to  the  construction  and  main- 
tenance of  said  overhead  structure  from 
persons  Interested  therein  or  affected 
thereby,  and  at  which  time  and  place  and 
date  upon  the  conclusion  of  such  hearing 
or  any,  adlournment  thereof,  said  board 
will  take  final  action  confirming  modify- 
ing, or  rescinding  said  resolution  which 
acTion  shall  be  final  and  conclusive  on 
all  persons. 

Any  person  Interested  in  or  affected  by 
such  proceeding  may.  examine  said  plans 
at  the  offices  of  the  board  and  may  ap- 
pear and  file  a remonstrance  thereto 
prior  to  said  date  and  time  and  will  be 
heard  accordingly  prior  to  such  final 
action  being  so  taken. 

Doted  at  Fort  Wayne,  Indiana  this  21st 
day  of  May,  1968. 

Board  of  Public  Works  of  the 
City  of  Fort  Wayne  Indiana 
By  FRED  S.  EHRMAN,  Chairman, 
ROBERT  W.  DAHMAN, 

ATTEST : KENNETHGMcGI?AW,F'cierkBLE' 
5—24,  31. 


Title .SECRETARY -TREASURER. 


PUBLISHER’S  AFFIDAVIT 

State  of  Indiana  1 
ALLEN....  County  } ss: 

Personally  appeared  before  me,  a notary  public  in  and  for  said  county  and  state,  the 

undersigned MARTHA... L.» BRANNING who,  being  duly  sworn,  says 

that .She  is SECRETARY-TREASURER of  the 

NEWS-SENTINEL 

a DAILY. newspaper  of  general  circulation  printed  and  published 

in  the  English  language  in  the  city  I nf  FORT  WAYNE  . INDIANA 

-te-wn-  \ 

in  state  and  county  aforesaid,  and  that  the  printed  matter  attached  hereto  is  a true  copv, 

2 s 

which  was  duly  published  in  said  paper  for time...... ,Jhe  dates  of  publication  being 

as  £ollows:  Mfly  24,  1968 


. May  31* 


Subscribed  and  sworn  to  before  me  this...  .r?“r.".t!ay  of. 


' v'/'  10^1 
i 


My  commission  expires.. 


March  8,  1970 
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I certify  that  the  within  claim  is  true  and  correct;  that  the  services  therein  itemized 
and  for  which  charge  is  made  were  ordered  by  me  and  were  necessary  to  the  public 
business. 
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TABLE  SHOWING  PRICE  PER  LINE  AND  PER  INSERTION  FOR 


SIZE  | 11  Em  Column  (132  Points) 

OF  | Number  of  Insertions 


TYPE 

1 

2 

3 

4 

5% 

.192 

.288 

.384 

.480 

6 

.176 

.264 

.352 

.440 

7 

.151 

.227 

.302 

.378 

7% 

.14 

.21 

.28 

.35 

8 

.132 

.198 

.264 

.33 

9 

.117 

.176 

.234 

.293 

10 

.106 

.159 

.212 

.265 

12 

.088 

.132 

.176 

.22 

Note:  Above  table  is  based  on  a square  of  250  ems. 


„ .Fprini  Prescribed  by  State  Board  of  Accounts 

Board  of  Public  Works, City  of  ^^Way 

(Governmental  Unit) 


Allen 


County,  Ind. 


General  Form  No.  99  P (Rev.  1967) 


To  J OUkN  A L -GAZE  T TE 


Dr. 


&> 


FORT  WAYNE,  INDIANA 


PUBLISHER'S  CLAIM 


LINE  COUNT 


Display  Matter  (Must  not  exceed  two  actual  lines,  neither  of  which  shall  total  more 
than  four  solid  lines  of  the  type  in  which  the  body  of  the  advertisement  is  set) 
— number  of  equivalent  lines 


Head 

number  of  lines 

Body 

number  of  lines 

Tail 

number  of  lines 

Total  number  of  lines  in  notice 

3 


51 

6 


62 


COMPUTION  OF  CHARGES 


...El? lines, columns  wide  equals equivalent  lines  at....«2.8.E(t. 

cents  per  line 

Additional  charge  for  notices  containing  rule  or  tabular  work  (50  per  cent  of  above 
amount) 


t 17.86 


Charge  for  extra  proofs  of  publication  (50  cents  for  each  proof  in  excess  of  two) 


TOTAL  AMOUNT  OF  CLAIM 


17.  £6 
$ 


DATA  FOR  COMPUTING  COST 

Width  of  single  column  11  ems 

2 

Number  of  insertions 


Size  of  type....::..?. point 

Size  of  quad  upon  which  type  is  cast 


Pursuant  to  the  provision  and  penalties  of  Ch.  89,  Acts  1967, 


I hereby  certify  that  the  foregoing  account  is  just  and  correct,  that  the  amount  claimed  is  legally  due,  after  allowing  all  just 
credits,  and  that  no  part  of  the  same  has  been  paid. 


Mgy  31,  , i9  68 


Da_te 

Notice  of  Adoption  of  Resolution  For 

The  Construction  and  Maintenance 
Of  An  Overhead  Structure 
TO  WHOM  IT  MAY  CONCERN- 

Notice  is  hereby  given  that  the  Board  of 
Public  Works  of  the  City  of  Fort  Wayne, 
Indiana  on  May  21,  1968  adopted  a Reso- 
lution persuant  to 'Sec.  1,  ch.  168  Acts 
of  1927  of  the  Indiana  General  Assembly 
granting  to  Specialty  Transformer  De- 
partment of  General  Electric  Company 
of  Fort  Wayne,  Indiana  permission  to 
construct  and  maintain  across  College 
Street  between  Wall  Street  and  the  Penn 
Central  Transportation  Co.  railroad  right- 
of-way  in  the  City  of  Fort  Wayne,-  Indiana 
a certain  overhead  structure  connecting 
the  present  buildings  of  General  Electric 
[Company  on  the  east  side  of  College 
Street  and  a new  proposed  warehouse  to 
be  constructed  on  the  west  side  thereof, 
in  accordance  with  that  set  of  plans  desig- 
nated Comm.  No.  2001  and  entitled  “Gen- 
eral Electric  Company  Warehouse  For 
Specialty  Transformer  Department  Wall 
Street  and  College  Street,"  by  Strauss 
Associates,  Inc.,  Architects  and  Engineers, 
Fort  Wayne,  Indiana  on  file  in  the  office 
of  said  Boa'-d  of  Public  Works  and  by 
reference  incorporated  herein  and  made 
as  part  hereof. 

Notice  is  further  giv,en  that  said  board 
has  set  June  13,  1968  at  3:30  o'clock  P.M. 
at  the  offices  of  this  board  In  the  City 
Hall  of  the  City  of  Fort  Wayne,  Indiana 
at  the  date  time  and  place  at  which  the 
board  will  receive,  hear  and  consider  re- 
monstrances to  the  construction  and  main- 
tenance of  - said  overhead  structure  from 
persons  interested  therein  or  affected 
thereby,  and  at  which  time  and  place  and 
date  upon  the  conclusion  of  such  hearing 
or  any  adjournment  thereof,  said  board 
will  take  final  action  confirming  modify- 
ing, or  rescinding  said  resolution  which 
action  shall  be  final  and  conclusive  on 
all  persons. 

Any  person  interested  in  or  affected  by 
such  proceeding  may  examine  said  plans 
at  the  offices  of  the  board  and  may  ap- 
pear and  file  a remonstrance  thereto 
prior  to  said  date  and  time  and  will  be 
heard  accordingly  prior  to  such  final 
action  being  so  taken. 

Dated  at  Fort  Wayne,  Indiana  this  21st 
day  of  May,  1968. 

Board  of  Public  Works  of  the 
City  of  Fort  Wayne  Indiana 
By  FRED  S.  EHRMAN,  Chairman, 
ROBERT  W.  DAHMAN, 
GEORGE  F.  GABLE. 
ATTEST:  KENNETH  McGRAW,  Clerk. 
5—24,  31. 


Title 


CLERK 


PUBLISHER’S  AFFIDAVIT 

l¥Mi°cS.y  } »: 

Personally  appeared  before  me,  a notary  public  in  and  for  said  county  and  state,  the 

undersigned  55 _Y_ .1  5 Jr5.-P_§5 5 55 who,  being  duly  sworn,  says 

that  she  is  _Qki.5!5.. 

JQURNAL.d3AZEI.TE 

a DAILY 


of  the 


newspaper  of  general  circulation  printed  and  published 

in  the  English  language  in  the  city  ) nt  FORT  WAYNE . TND  TANA 

■town  x ■*“ 

in  state  and  county  aforesaid,  and  that  the  printed  matter  attached  hereto  is  a true  copy, 

2 g 

which  was  duly  published  in  said  paper  for time , the  dates  of  publication  being 

as  follows: 

May  24*  1?68  ___ 

May  31,  1968 


31st 

Subscribed  and  sworn  to  before  me  this.„ .“..day  of. 


Ma- 


.19 


6 a 


My  commission  expires 


Notary  Pu 

March  8,  1970 


I 

I 


I certify  that  the  within  claim  is  true  and  correct;  that  the  services  therein  itemized 
and  for  which  charge  is  made  were  ordered  by  me  and  were  necessary  to  the  public 
business. 
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TABLE  SHOWING  PRICE  PER  LINE  AND  PER  INSERTION  FOR 


SIZE 

11  Em  Column  (132  Points) 

OF 

Number  of  Insertions 

TYPE 

1 

1 2 

3 

4 

5% 

.192 

.288 

.384 

.480 

6 

.176 

| .264 

.352 

.440 

7 

.151 

.227 

.302 

.378 

7% 

.14 

| .21 

.28 

.35 

8 

.132 

.198 

.264 

.33 

9 

.117 

.176 

.234 

.293 

10 

.106 

.159 

.212 

.265 

12 

| .088 

.132 

.176 

.22 

Note:  Above  table  is  based  on  a square  of  250  ems. 


ENGINEERING 
DEPT.  OF  STREETS 


DATE  April  29,  1968 


TO: 


Board  of  Public  Works (Attn:  K.  McGraw) 


SUBJECT: Board...  Qxd.ejL.M6- 68, 


This  has  reference  to  General  Electric  Company's  request  to  construct  an 
industrial  truck  overpass  over  College  Street. 

Mr.  L.  H.  Volz  has  been  furnished  with  samples  of  a petition  and  Declaratory 
Resolution  and  he  will  have  a General  Electric  Co.  attorney  prepare  the  necessary 
instruments . 

In  the  meantime,  the  Board  is  to  request  Robert  Meyers  to  advise  whether  or  not 
the  City  can  waive  the  minimum  16  foot  clearance  requirement  established  by 
State  Statutes. 

I wish  to  point  out  again  that  the  Pennsylvania  Railroad  under_pass  adjacent 
to  this  location  only  has  a clearance  of  12'-8". 


Donald  E.  Bodeker 
Office  Manager 


DEB: lc 


GENERAL 


ELECTRIC 


COMPANY 


SPECIALTY 

TRANSFORMER 


1701  COLLEGE  STREET,  FORT  WAYNE,  INDIANA  46804  . . . TELEPHONE  AREA  CODE  219  ..  . 743-7431 


depaN^tEd 

if.  F.S.E. 

□ R.W.D. 

□ g.f.g. 


April  5,  1968 


Board  of  Public  Works 
City  Hall 

Fort  Wayne,  Indiana 


0 " f ^ hi  CV 


Attention:  Mr.  Fred  S.  Ehrman 


Confirming  our  telephone  conversation  of  today  relative  to  a 
proposed  industrial  truck  overpass  over  College  Street  south 
of  the  Penn  Central  Railroad  and  between  our  present  Bldg.  28 
yard  to  the  east  and  our  new  proposed  warehouse  to  the  west, 
we  are  submitting  a set  of  preliminary  drawings  for  your  use 
in  obtaining  the  required  reviews  and  approval  necessary  for 
you  to  develop  the  Declaratory  Resolution. 

If  there  is  any  additional  data  or  assistance  which  may  be 
required  of  us  in  any  way,  we  shall  be  pleased  to  furnish  it. 

Very  truly  yours, 


L.  H.  Volz^/lEngineer  - Field 


LHVimm 


^Declah.aTok.Y 
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